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Low-cost meter provides essential 


flow data for operation of 








sewage treatment plants 

beeen INDICATES FLOW— Rate of flow and head are indicated by 
pointer and scale. 

|;-~. INDICATES PEAK FLOW-— Sliding red index on scale indi- 
cates peak flow. 

ll TOTALIZES VOLUME — Counter totalizer registers total flow. 
Mechanically operated meter provides essential data in measurement of sewage, 


industrial wastes, irrigation water or other liquids flowing in open channels. 
Standard meter gives direct flow reading in cu. ft./sec. and totalizes volume in 


cu. ft. Readings are easily converted to other units of measurement. 


The instrument is designed for use with Parshall flumes and various weirs. 


It is entirely mechanically operated, will function without attention for eight-day 
intervals, and is easy to install on table, shelf or wall. If a graphic record is 
desired, the meter can be used with a Stevens Type F Recorder. Write for 
Stevens Hydrologic Instrument Short Form Catalog No. 23, and for Bulletin 28 
which describes the Model 60M meter in detail. 
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M. W. KELLOGG 


Piping System Flexibility Analyses 
SEND FOR. BOOKLET 


AMERICAN AIR SURVEYS, INC. 


Aerial Topo Maps 
Aerial Photos & Mosaics 


INVENTION DEVELOPMENT 
EXPERIMENTAL EQUIPMENT 
Details on Request 





DESCRIBING THIS SERVICE 


THE M. W. KELLOGG COMPANY 
711 Third Avenue, New York 17, N. Y. 














Plan & Profile 
Tax Maps 


907 PENN AVE., PITTSBURGH 22, PENNA. 
BRANCHES: MANHASSET, N.Y. © ATLANTA, GA. 
A Nationwide Service 








Todd Consulting Engineers 
424 West 119th St., New York 27 
UNiversity 5-3435 
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